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E.O. 11652: N/A 
TAGS: ENRG, PP 

SUBJECT: PHILLIPS TO DRILL FOR OIL NEAR BOUGANIVILLE 

PHILLIPS PETROLEUM REPRESENTATIVES ATTENDING CONGEN 
OPEN HOUSE FOR AMERICANS FEBRUARY 25 TOLD ME 
CONSORTIUM'S SCHEDULED DRILLING IN GULF OF PAPUA IS 
MORE THAN HALF DONE. WHEN FINISHED (WITHIN A COUPLE 
OF MONTHS). OIL RIG WILL BE MOVED TO SITE ABOUT FIVE 
MILES WEST OF BOUGAINVILLE ISLAND FOR NEW OFF-SHORE 
DRILLING. 
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Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: OFFSHORE DRILLING, PETROLEUM 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 27 FEB 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: MartinML 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975PORTM00168 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750070-0238 
From: PORT MORESBY 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1975027/aaaaafqd.tel 

Line Count: 46 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EA 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: LIMITED OFFICIAL USE 
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Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: MartinML 
Review Comment: n/a 
Review Content Flags: 

Review Date: 03 JUL 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <03 JUL 2003 by CunninFX>; APPROVED <12 NOV 2003 by MartinML> 
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Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
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